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Chief, Medical Staff 


The attached report was prepared from data 
compiled by the Office of Training. 

Hie total effort of the Support Services 
amounted to 6.8* for the 2nd Quarter, FI 1957# 6.9* 
for the acaarth of January and 7 .9* for the month of 
February. 

r [*uw nMum average effort of the twelve X©/s 

consonants was 5*9* for "the 2nd Querter# FY 195 7# 
2t.2i* for the month of January and 6.2* for the month 
of February. 

Over-all the w/S is doing a cred itable Job and 
1 am very pleased with the steady improvement shown 
by the Medical Staff. 


I„ K. White, DD/S 
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